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PART  I.     SUBSTANTIVE   PROVISIONS 
Regulation  1.     Definitions 

Recreational  Camp  for  Children  means  any  place  of  camp  charac- 
ter, as  the  term  is  commonly  understood,  used  wholly  or  in  part  for 
recreational  or  instructional  purposes  and  accommodating  for  profit 
or  under  philanthropic  or  charitable  auspices  five  or  more  children 
who  are  not  members  of  the  family  or  personal  guests  of  the  oper- 
ator. The  site  may  or  may  not  be  equipped  with  tents  or  tempo- 
rary or  permanent  buildings,  and  may  be  operated  as  a  day  camp 
or  as  a  resident  camp. 

Operator  means  any  person  who  (a)  alone  or  jointly  or  severally 
with  others  owns  a  recreational  camp  for  children,  or  (b)  has  care, 
charge,  or  control  of  a  recreational  camp  for  children  as  agent  or 
lessee  of  the  owner  or  as  an  independent  contractor. 

Board  of  Health  means  the  appropriate  and  legally  designated 
health  authority  of  the  city,  town,  or  other  legally  constituted  gov- 
ernmental unit  within  the  Commonwealth  having  the  usual  powers 
and  duties  of  the  board  of  health  of  a  city  or  town  or  his  or  its 
authorized  agent  or  representative;  provided,  that  in  any  case  in 
which  a  camp  extends  into  the  geographic  areas  of  two  or  more 
boards  of  health,  those  boards  may  coordinate  activities  in  effect- 
ing compliance  with  these  minimum  standards. 

Habitation  means  that  portion  inside  a  building  or  other  struc- 
ture which  is  used  for  living,  sleeping,  cooking,  or  eating  purposes. 

Garbage  means  the  animal,  vegetable,  or  other  organic  waste 
resulting  from  the  handling,  preparing,  cooking,  or  consumption 
of  food. 

Rubbish  means  combustible  and  noncombustible  waste  material, 
except  garbage,  and  includes  but  is  not  limited  to  such  material 
as  paper,  rags,  cartons,  boxes,  wood,  excelsior,  rubber,  leather,  tree 
branches,  yard  trimmings,  grass  clippings,  tin  cans,  metals,  mineral 
matter,  glass,  crockery,  dust,  and  the  residue  from  the  burning  of 
wood,  coal,  coke,  and  other  combustible  materials. 

No  person  shall  operate  a  recreational  camp  for  children  which 
does  not  comply  with  the  following  requirements. 

Regulation  2.     Site 

2.1  No  person  shall  operate  a  recreational  camp  for  children 
unless  it  is  located 

(a)  where  surface  drainage  conditions  create  no  health  or 
safety  hazard; 

(b)  where  approved  water  supply  and  sewage  disposal  facil- 
ities can  be  provided;  and 

(c)  where  trafiSc  conditions  create  no  undue  safety  hazards. 


Regulation  3.     Housing 

3.1  The  operator  shall  not  use  or  permit  the  use  of  any  build- 
ing or  shelter  in  a  recreational  camp  unless  it  is  structurally  safe, 
adequate  in  size  for  its  use,  easy  to  keep  clean,  and  has  a  roof 
which  is  reasonably  weathertight. 

3.2  The  operator  shall  provide  the  exterior  openings  in  every 
building  of  the  recreational  camp  used  for  food  preparation  or 
food  service  with  screens  containing  not  less  than  16  meshes  per 
inch.  Every  screen  door  shall  be  equipped  with  a  self-closing  de- 
vice. This  regulation  shall  not  apply  to  areas  used  for  outdoor 
cooking. 

3.3  The  operator  shall  provide  adequate  lighting  for  the  safe 
and  sanitary  use  of  each  kitchen,  dining  room,  mess  hall,  infirmaryj 
toilet  room,  and  all  stairways  of  five  or  more  steps. 

3.4  The  operator  shall  maintain  the  floors  in  all  buildings  used 
for  sleeping,  food  preparation  or  food  service,  smooth,  clean,  and 
free  from  chronic  dampness.  Except  if  a  cellar  exists,  wooden 
floors  in  buildings  used  for  human  habitation  shall  be  elevated  no 
less  than  6  inches  above  average  ground  level.  In  new  construc- 
tion or  reconstruction  at  new  or  existing  camps,  except  if  a  cellar 
is  provided,  wooden  floors  in  buildings  used  for  human  habitation 
shall  be  elevated  no  less  than  18  inches  above  average  giound  level. 
The  operator  shall  keep  the  space  beneath  the  floors  clean  and  free 
from  every  obstruction. 

3.5  The  operator  shall  provide  for  all  parts  of  each  building 
used  for  human  habitation,  except  tents  and  lean-tos,  at  least  two 
accessible  exits  from  each  floor;  provided,  that  an  easily  openable 
window  which,  when  open,  is  not  less  than  28  inches  in  width  and 
32  inches  in  height,  or  equivalent-sized  openings  in  the  exterior 
walls  of  any  floor,  shall  satisfy  the  requirement  for  one  exit  on 
that  floor  if  the  lower  edge  of  the  opening  is  not  more  than  7  feet 
above  the  ground  beneath,  nor  more  than  3  feet  above  the  interior 
floor  level,  or  above  a  suitable  step  or  platform.  Screens  of  such 
window  exits  shall  at  all  times  be  easily  openable  from  the  inside. 

3.6  The  operator  shall  be  responsible  for  maintaining  free  of 
obstruction  all  means  of  exit. 

3.7  The  operator  shall  install  and  maintain  the  structural  ele- 
ments of  every  habitation  in  every  way  fit  for  the  use  intended. 

Regulation  4.     Sleeping  Facilities  and  Areas 

4.1  The  operator  shall  furnish  a  separate  bed,  bunk,  or  cot  for 
each  person.  Beds  shall  be  set  not  less  than  3  feet  apart  if  single- 
decked,  and  41/2  feet  apart  if  double-decked.  A  distance  of  at  least 
6  feet  should  be  provided  between  the  heads  of  sleepers. 

4.2  The  operator  shall  so  arrange  sleeping  facilities  that  not 
less  than  40  square  feet  of  floor  space  is  provided  for  each  person. 
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43  The  operator  shall  not  permit  sleeping  in  kitchens  or  rooms 
used  for  food  preparation,  storage,  or  service. 

Regulation  5.     Bedding,  Equipment  and  Maintenance 

5.1  Bedding  and  towels  provided  by  the  operator  shall  have 
been  washed  or  dry  cleaned  prior  to  each  issue. 

5.2  The  operator  shall  cause  sheets,  towels,  and  pillowcases  to 
be  laundered  at  least  once  a  week. 

Regulation  6.     Food  Service  Areas  and  Facilities,  Food  Quality 
6.1     The  operator  shall  provide  and  maintain   all  food  service 
areas  and  facilities  in  a  sanitary  condition  and  in  compliance  with 
Article  X  of  this  code. 

Regulation  7.    Water  Supply 

7.1  The  operator  shall  supply  an  adequate  quantity  of  water 
of  safe  sanitary  quality.  The  water  supply  shall  be  obtained  only 
from  a  public  water  supply  or  from  a  source  approved  in  writing 
by  the  Massachusetts  Department  of  Public  Health. 

7.2  The  operator  shall  install  all  pipes  and  pumps  delivering 
drinking  water  in  accordance  with  acceptable  plumbing  standards, 
and  he  shall  maintain  them  in  good  working  order. 

7.3  The  operator  shall  not  permit  any  physical  connection  to 
exist  between  any  pipe  carrying  water  from  a  source  approved  in 
accordance  with  Regulation  7.1  and  any  pipe  carrying  water  from 
any  other  source  without  the  written  approval  of  the  Massachusetts 
Department  of  Public  Health. 

7.4  The  board  of  health  shall  cause  samples  of  drinking  water 
from  private  sources  to  be  taken,  and  shall  cause  analyses  of  the 
samples  to  be  made  to  determine  the  sanitary  quality  of  the  water. 
Such  analyses  shall  be  made  at  least  once  annually. 

7.5  The  operator  shall  not  make  available  nor  permit  the  use 
of  any  common  drinking  utensil.  Every  drinking  fountain  he  sup- 
plies shall  be  of  sanitary  design  and  construction. 

Regulation  8.     Toilet  Facilities 

8.1  The  operator  shall  provide  at  least  two  water  closets  or 
privy  seats  for  each  sex- /It  a  resident  camp..  Where  the  number  of 
campers  of  one  sex  is  in  excess  of  20,  the  operator  shall  provide 
one  additional  water  closet  or  privy  seat  for  each  additional  10 
campers  or  fraction  thereof  of  that  sex.  At  a  day  camp  where  the 
number  of  campers  of  one  sex  is  in  excess  of  ffiO,  the  operator  shall 
provide  one  additional  water  closet  or  privy  seat  for  each  addi- 
tional ^0  campers  or  fraction  thereof  of  that  sex. 

For  males,  one  urinal  or  2  lineal  feet  of  urinal  trough  may  be 
substituted  for  up  to  one-third  of  the  number  of  water  closets  or 
privy  seats  required. 


5.2  The  operator  should  so  locate  the  toilets  that  they  are  not 
more  than  200  feet  from  the  door  of  the  sleeping  rooms  of  those 
people  who  are  expected  to  use  them.  The  operator  shall  main- 
tain the  toilet  facilities  in  a  clean  and  sanitary  condition,  and  he 
shall  provide  an  adequate  supply  of  toilet  paper.  The  operator 
shall  provide  for  the  ventilation  of  each  toilet  room  to  the  outdoors 
and  shall  screen  each  window  or  other  exterior  opening  with  screens 
containing  not  less  than  16  meshes  per  inch. 

8.3  The  operator  shall  prohibit  the  use  of  every  privy  or  chemi- 
cal toilet  unless  it  is  so  located,  constructed,  and  maintained  that  it 

(a)  will  not  be  a  source  of  pollution  of  a  water  supply,  sur- 
face water,  or  of  the  adjacent  ground  surface; 
(6)  will  not  permit  access  of  flies  to  the  privy  vault;  and 
(c)    will  not  create  unduly  offensive  odors. 

Regulation  9.     Lavatories  and  Showers 

9.1  The  operator  of  a  resident  camp  shall  provide  at  least  one 
lavatory  or  wash  basin,  or  space  for  one  person  at  an  industrial- 
type  lavatory,  for  every  ten  people.  The  operator  of  a  day  camp 
shall  provide  at  least  one  lavatory  or  wash  basin,  or  space  for  one 
person  at  an  industrial-type  lavatory,  for  every  ts«S2Ly  people.  It 
is  recommended  that  the  wash  basins  be  so  located  as  to  facilitate 
their  use,  particularly  after  use  of  toilets. 

9.2  The  operator  at  a  resident  camp  shall  provide  at  least  one 
shower  for  every  twenty  people. 

9.3  The  operator  shall  cause  every  shower-room  floor  to  be 
washed  daily  with  a  suitable  detergent  and  hot  water.  It  is  recom- 
mended that  a  rinse  with  a  chlorine  solution  having  a  strength  of 
not  less  than  .05  per  cent  available  chlorine  be  used  as  an  additional 
safeguard. 

9.4  The  operator  shall  not  peiTnit  the  use  of  duckboards  in  a 
shower. 

9.5  The  operator  shall  provide  for  the  ventilation  of  each 
shower-room  and  bathroom  to  the  outdoors. 

9.6  The  operator  shall  maintain  all  lavatories,  wash  basins, 
showers,  and  bathtubs  in  good  working  order  and  in  a  clean  and 
sanitary  condition. 

Regulation  10.     Sewage  Disposal 

10.1  The  operator  shall  provide  for  all  waste  waters  a  sanitary 
drainage  system  connected  to  the  public  sewerage  system;  provided, 
that  if  because  of  non-availability,  distance,  or  ground  conditions 
connection  to  a  public  sewerage  system  is  not  practicable,  any  other 
means  of  subsurface  disposal  of  sewage  approved  by  the  board  of 
health  and  in  compliance  with  Article  XI  of  this  code  may  be  in- 
stalled. 


Regulation  11.     Refuse  Storage  and  Disposal 

11.1  The  operator  shall  provide  and  maintain  in  a  clean  and 
sanitary  condition  as  many  receptacles  for  the  storage  of  garbage 
and  rubbish  as  are  necessary  to  contain  the  accumulation  between 
collections,  and  shall  so  locate  them  that  no  objectionable  odors 
enter  any  habitation. 

11.2  Garbage  shall  be  stored  in  watertight  receptacles  of  metal 
or  other  durable  material  with  tight-fitting  covers.  Rubbish  shall 
be  stored  in  receptacles  of  metal  or  other  durable  material. 

11.3  The  operator  shall  make  provision  for  the  ultimate  disposal 
of  garbage  and  rubbish  no  less  often  than  every  two  days.  Disposal 
may  be  by  burial  beneath  at  least  2  feet  of  cover  at  a  location 
not  less  than  100  feet  from  every  kitchen  or  water  supply,  or  by 
any  other  means  which  will  not  endanger  the  health  of  any  person 
or  cause  an  undue  annoyance. 

Regulation  12.     Insect  and  Rodent  Control 
12.1     The  operator  shall   maintain    every   building   used   or   in- 
tended for  human  habitation  free  from  insects,  rodents,  and  other 
pests. 

Regulation  13.     Swimming  Pools  and  Bathing  Areas 

13.1  Swimming  pools  and  bathing  places,  where  provided,  shall 
be  operated  in  accordance  with  Article  VI  of  this  code. 

Regulation  14.     Safety  and  Fire  Prevention 

14.1  The  operator  shall  provide  such  facilities,  equipment,  and 
fire  breaks,  for  fire  prevention  and  fire  fighting,  as  may  be  recom- 
mended by  the  local  fire  department.  He  shall  instruct  the  occu- 
pants of  the  camp  of  the  measures  that  they  should  take  in  case 
of  fire. 

14.2  Where  a  place  of  assembly  or  mess  hall  with  a  capacity  of 
fifty  or  more  persons  is  provided,  or  where  eight  or  more  bedrooms 
are  provided  above  the  second  floor,  or  where  ten  or  more  people 
are  provided  with  sleeping  accommodations  above  the  second  floor, 
the  operator  shall  comply  with  the  pertinent  regulations  of  the 
Massachusetts  Department  of  Public  Safety. 

14.3  The  operator  shall  cause  portable  containers  for  gasoline 
and  all  explosives  to  be  plainly  marked  and  stored  in  a  locked 
building  not  occupied  by  campers  or  staff,  and  located  at  a  safe 
distance  from  other  buildings.  Children  shall  not  have  access  to 
such  locked  buildings.  Nonportable  containers  of  flammable 
liquids  and  poisonous  substances  if  not  kept  in  a  locked  building 
shall  be  plainly  marked  and  provided  with  locks  on  spigots  and 
other  outlets.  Covers  shall  be  of  a  type  removable  only  with  tools 
or  shall  be  provided  with  locks. 

14.4  The  operator  shall  cause  containers  for  insecticides,  disin- 
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fectants,  medicines,  and  other  hazardous  chemicals  to  be  plainly 
marked  and  stored  in  a  locked  closet  or  compartment  separate 
from  food  storage  areas  and  not  accessible  to  children. 

14.5     It  is  recommended  that  a  public  address  system  be  installed 
for  emergency  use. 

Regulation  15.     Medical  and  Nursing  Care 

15.1     The  operator  of  a  recreational  camp  shall  provide 

(a)  A  definite  arrangement  with  a  physician  licensed  to 
practice  in  Massachusetts  to  be  on  call  at  all  times  for 
medical  service  and  to  advise  on  all  first-aid  and  nurs- 
ing service  in  the  camp.  The  physician  shall  advise  on 
the  camp  health  and  safety  program.  The  definite  ar- 
rangement shall  be  in  writing  and  in  detail  as  to  author- 
ity and  responsibility  of  both  the  operator  and  the 
physician.  A  copy  shall  be  available  at  the  recreational 
camp  for  the  guidance  of  the  person  in  charge. 

(b)  A  professional  nurse  or  a  person  especially  trained  in 
first-aid  service,  designated  to  render  first  aid,  shall  be 
in  the  camp  at  all  times.  First-aid  training  shall  be 
that  given  by  the  American  Red  Cross  in  the  advanced 
course  in  first  aid,  or  its  equivalent.  A  licensed  prac- 
tical nurse  who  has  not  had  such  special  training  in 
first  aid  shall  not  qualify. 

(c)  Written  standing  orders  issued  by  the  physician  to  the 
person  or  persons  responsible  for  first-aid  service  to  be 
followed  in  the  absence  of  the  physician. 

(d)  A  telephone  in  camp. 

(e)  A  Red  Cross  standard  24-unit  first-aid  kit,  or  equivalent, 
which  shall  be  kept  at  all  times  fully  equipped,  and  a 
stretcher. 

(/)  In  every  resident  camp,  space  shall  be  designated  for 
use  for  isolation  of  a  child  ill  with  a  communicable 
disease  or  suspected  of  such  illness  or  otherwise  in  need 
of  quiet  and  rest  at  a  location  suitably  separated  from 
the  regular  living  and  sleeping  quarters  so  as  to  insure 
both  quiet  to  the  patient  and  safety  to  other  patrons, 
suitably  equipped  and  not  utilized  for  any  other  pur- 
pose. An  isolated  child  shall  be  provided  with  adequate 
adult  supervision. 

15.2  In  all  camps  operated  for  children  who  are  physically  or 
mentally  handicapped,  or  at  resident  camps  at  which  the  total  num- 
ber of  persons,  including  campers,  employees,  or  other  administra- 
tors, is  at  any  time  greater  than  seventy-five,  the  operator  shall  em- 
ploy full  time  at  least  one  of  the  following: 

(a)  a  professional  nurse; 

(b)  a  medical  student  who  has  satisfactorily  completed  two 


years  in  a  medical  school  approved  by  the  State  Board 
of  Registration  in  Medicine;  or 
(c)    a  physician. 

15.3  All  camps  operated  for  children  who  are  physically  or  men- 
tally handicapped  shall  have  either  as  staff  or  as  consultants  persons 
having  such  special  skills  as  are  generally  recognized  as  essential 
to  the  health  and  safety  of  such  children. 

15.4  Whenever  so  advised  by  the  physician,  the  operator  shall 
provide  for  the  employment  of  a  professional  nurse  or  a  medical 
student  who  has  satisfactorily  completed  two  years  in  a  medical 
school  approved  by  the  State  Board  of  Registration  in  Medicine 
at  all  camps  at  which  the  total  number  of  persons,  including 
campers,  administrators,  and  employees,  does  not  exceed  seventy- 
five.     (See  Regulation  15.1    (a).) 

Regulation  16.  Communicable  Diseases  to  be  Reported.  Iso- 
lation. 
16.1  All  cases  of  communicable  disease  occurring  in  a  camp  shall 
be  immediately  reported  to  the  board  of  health.  Where  no  resident 
physician  is  in  attendance,  this  shall  be  the  duty  of  the  camp  nurse, 
or  where  no  such  nurse  is  provided,  it  shall  be  the  duty  of  the 
operator.  Such  report  shall  include  the  name  and  home  address  of 
any  individual  in  the  camp  known  to  have  or  suspected  of  having 
such  disease.  Until  official  action  on  such  case  has  been  taken,  strict 
isolation  shall  be  maintained.  The  method  of  isolation  shall  be 
one  approved  by  the  board  of  health. 

Regulation  17.     Other  Illnesses 

17.1  Whenever  there  shall  occur  in  a  camp  any  outbreak  of  sus- 
pected food  poisoning  or  an  unusual  prevalence  of  any  illness  in 
which  fever,  rash,  diarrhea,  sore  throat,  vomiting,  or  jaundice  is 
a  prominent  symptom,  the  operator  shall  report  immediately  the 
existence  of  such  an  outbreak  of  disease  prevalence  to  the  board  of 
health  and  to  the  Massachusetts  Department  of  Public  Health, 
verbally  or  by  telegram  or  telephone. 

Regulation  18.     Physical  Examination  Prior  to  Admission 

18.1  The  operator  shall  require  that  all  campers  and  staff  mem- 
bers submit  a  medical  history,  record  of  immunization,  and  a  re- 
port of  a  physical  examination  to  disclose  the  presence  of  defects 
which  might  interfere  with  participation  in  the  camp  program. 
These  reports  are  to  be  made  by  a  licensed  physician  within  two 
months  before  campers  and  staff  members  go  to  camp.  The  record 
of  immunization  shall  include  immunizations  against  diphtheria, 
tetanus,  small  pox,  and  poliomyelitis.  Staff  members  shall  also 
show  evidence  of  a  negative  skin  test  or  x-ray  for  tuberculosis. 
The  records  of  such  examinations  shall  be  kept  confidential  and 
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accessible  to  inspection  only  by  the  camp  physician,  camp  nurse, 
or  the  board  of  health. 

18.2  The  operator  shall  not  admit  to  camp  any  person  found  to 
be  harboring  a  communicable  disease. 

Regulation  19.     Temporary  or  Overnight  Camping 

19.1  The  operator  shall  obtain  a  license  from  the  board  of  health 
for  every  temporary  camp. 

19.2  Where  campers  are  escorted  on  hikes  or  on  trips,  the  oper- 
ator shall  provide  adequate  adult  supervision  and  shall  exercise 
due  vigilance  in  seeing  to  it  that  the  campers  are  properly  accom- 
modated, are  not  unduly  fatigued,  and  that  no  water  or  food  of 
questionable  character  is  consumed.  AH  sources  of  drinking  water 
other  than  those  approved  under  Regulation  7.1  shall  be  regarded 
as  unsafe.  When  resort  to  a  water  supply  of  this  character  becomes 
unavoidable,  such  water  shall  be  suitably  disinfected  by  addition 
of  a  preparation  of  chlorine  or  iodine,  to  be  carried  in  the  party. 
First-aid  equipment  shall  be  carried. 

Regulation  20.     Curtailment  of  Utilities  or  Services 

20.1  No  person  shall  cause  the  water,  or  other  utility,  service, 
facility,  or  equipment  which  is  required  to  be  made  available  under 
these  minimum  standards  to  be  shut  off  or  removed  except  for  such 
temporary  period  as  may  be  necessary  during  actual  repairs  or 
alterations  or  during  temporary  emergencies  when  curtailment  of 
service  is  approved  by  the  board  of  health. 

Regulation  21.     Camp  Program 

21.1  The  operator  shall  provide  a  program  of  activities  which 
shall  meet  the  generally  recognized  needs  of  the  children  and  shall 
in  no  respect  be  in  conflict  with  their  best  interests  nor  a  hazard 
to  their  health  or  safety. 

Regulation  25.     Applicability  of  Other  Articles 

25.1  During  the  period  of  its  use  as  a  camp,  the  minimum  stand- 
ards of  fitness  for  human  habitation  required  in  Article  II  of  this 
Sanitary  Code  shall  not  be  applicable  to  any  structure  which  is 
required  to  conform  to  the  standards  of  habitation  contained  in 
this  article. 

PART  II.     ADMINISTRATION   AND   ENFORCEMENT 

Regulation  31.     General  Administration 

31.1  The  provisions  of  Article  I  of  the  Sanitary  Code  shall 
govern  the  administration  and  enforcement  of  these  minimum 
standards  except  as  supplemented  by  the  following  regulations. 

II 


Regulation  52.     Licensing 

32.1  No  person  shall  operate  a  recreational  camp  for  children 
unless  he  is  the  holder  of  a  license  granted  by  the  board  of  health 
in  accordance  with  the  provisions  of  Sections  32A  and  32B  of  Chap- 
ter 140  of  the  General  Laws.  Whoever  operates  a  recreational  camp 
for  children  without  such  license  shall  be  punished  by  a  fine  of  not 
less  than  ten  nor  more  than  one  hundred  dollars  in  accordance 
with  Section  32E  of  said  Chapter  140  of  the  General  Laws. 

32.2  The  board  of  health  shall  grant,  suspend,  or  revoke  such 
licenses  in  accordance  with  the  provisions  of  Sections  32B  and  32C 
of  the  said  Chapter  140  of  the  General  Laws.  All  licenses  for 
recreational  camps  granted  under  these  provisions  shall  state  the 
maximum  number  of  occupants  authorized  for  such  camp  and  this 
capacity  shall  not  be  exceeded  by  the  operator  at  any  time. 

32.3  An  applicant  for  an  original  license  under  this  regulation 
for  a  recreational  camp  for  children  shall  file  with  the  board  of 
health  a  plan  showing  the  buildings,  structures,  fixtures,  and  facil- 
ities, including  the  proposed  source  of  water  supply  and  works  for 
the  disposal  of  sewage  and  waste  water  which  he  plans  to  have 
upon  said  premises  if  and  when  the  license  may  issue.  The  plans 
for  the  proposed  source  of  water  supply  and  works  for  the  disposal 
of  sewage  and  waste  water  shall  be  submitted  to  the  Department 
for  approval  and  upon  such  approval  the  board  of  health  may 
issue  such  license  under  Regulation  32.2  above. 

Regulation  33.     Orders;  Service  and  Content 

33.1  If  an  examination  as  provided  for  in  Regulation  Three  of 
Article  I  of  this  Sanitary  Code  reveals  that  a  recreational  camp  for 
children  does  not  comply  with  the  provisions  of  this  article,  the 
board  of  health  shall  order  the  operator  to  comply  with  the  violated 
provisions  of  this  article. 

33.2  If  an  examination  as  provided  for  in  Regulation  Three  of 
Article  I  of  this  Sanitary  Code  reveals  that  a  building  used  for  hu- 
man habitation  at  a  recreational  camp  for  children  so  fails  to  com- 
ply with  the  provisions  of  this  article  as  to  endanger  or  materially 
impair  the  health,  safety,  or  well-being  of  the  occupants  or  the 
public,  the  board  of  health  may  order  the  building  condemned 
and  vacated  if  occupied. 

33.3  Every  order  authorized  by  this  article  shall  be  in  writing. 
Orders  issued  under  the  provisions  of  Regulation  33.1  or  33.2  shall 
be  served  on  the  operator  or  his  authorized  agent: 

(a)  personally,  by  any  person  authorized  to  serve  civil  pro- 
cess, or 

(b)  by  leaving  a  copy  of  the  order  at  his  last  and  usual  place 
of  abode,  or 

(c)  by  sending  him  a  copy  of  the  order  by  registered  or 
certified  mail,  return  receipt  requested,  if  he  is  within 
the  Commonwealth,  or 

12 


(d)  if  his  last  and  usual  place  of  abode  is  unknown  or  out- 
side the  Commonwealth,  by  posting  a  copy  of  the  order 
in  a  conspicuous  place  on  or  about  the  building  or  por- 
tion thereof  affected. 
33.4     Subject  to  the  emergency  provision  of  Regulation  Five  of 
Article  I  of  this  Sanitary  Code,  any  order  issued  under  the  provi- 
sions of  this  article  shall: 

(a)  include  a  statement  of  the  violation  or  defect,  and  may 
suggest  action  which  if  taken  will  effect  compliance  with 
this  Code,  and 

(b)  allot  a  reasonable  time  for  any  action  it  requires,  and 

(c)  inform  the  person  to  whom  it  is  directed  of  his  right 
to  a  hearing,  and  of  his  responsibility  to  request  the 
hearing,  and  to  whom  the  request  shall  be  made. 

Regulation  34.     Hearing 

34.1  The  person  or  persons  to  whom  any  order  served  pursuant 
to  Regulation  33  of  this  article  has  been  directed  may  request  a 
hearing  before  the  board  of  health  by  filing  within  seven  days  after 
the  day  the  order  was  served  in  the  ofiice  of  the  board  of  health 
a  written  petition  requesting  a  hearing  on  the  matter.  Upon  re- 
ceipt of  such  petition  the  board  of  health  shall  set  a  time  and  a 
place  for  such  hearing  and  shall  inform  the  petitioner  thereof  in 
writing.  The  hearing  shall  be  commenced  not  later  than  ten  days 
after  the  day  on  which  the  petition  was  filed;  provided,  that  upon 
application  of  the  petitioner  the  board  of  health  may  postpone  the 
date  of  the  hearing  for  a  reasonable  time  beyond  such  ten-day 
period  if  in  the  judgment  of  the  board  of  health  the  petitioner  has 
submitted  a  good  and  sufficient  reason  for  such  postponement. 

34.2  At  the  hearing  the  petitioner  shall  be  given  an  opportunity 
to  be  heard  and  to  show  why  the  order  should  be  modified  or  with- 
drawn.   Where  appropriate,  a  consolidated  hearing  may  be  held. 

34.3  After  the  hearing,  the  board  of  health  shall  sustain,  modify, 
or  withdraw  the  order,  and  may  suspend  or  revoke  the  license,  and 
shall  inform  the  petitioner  in  writing  of  the  decision.  If  the  board 
of  health  sustains  or  modifies  the  order,  it  shall  be  carried  out 
within  the  time  period  allotted  in  the  original  order  or  in  the 
modification. 

34.4  Every  notice,  order,  and  other  record  prepared  by  the  board 
of  health  in  connection  with  the  hearing  shall  be  entered  as  a  mat- 
ter of  public  record  in  the  office  of  the  board  of  health. 

34.5  Any  person  aggrieved  by  the  decision  of  the  board  of  health 
may  seek  relief  therefrom  in  any  court  of  competent  jurisdiction, 
as  provided  by  the  laws  of  this  Commonwealth. 

34.6  If  a  written  petition  for  a  hearing  is  not  filed  in  the  office  of 
the  board  of  health  within  seven  days  after  an  order  as  provided 
in  Regulation  33  has  been  issued,  or  if  after  a  hearing  the  order  has 
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been  sustained  in  any  part,  each  day's  failure  to  comply  with  the 
order  as  issued  or  modified  shall  constitute  an  additional  offense. 
(See  Regulation  37.) 

Regulation  35.     Penalties 

35.1  Any  person  who  shall  violate  any  provision  of  these  regu- 
lations shall  upon  conviction  be  fined  not  less  than  ten  nor  more 
than  fifty  dollars. 

35.2  Any  person  who  shall  fail  to  comply  with  any  order  issued 
pursuant  to  the  provisions  of  this  article  shall  upon  conviction 
be  fined  not  less  than  ten  nor  more  than  fifty  dollars.  Each  day's 
failure  to  comply  with  an  order  shall  constitute  a  separate  viola- 
tion.    (See  Regulation  34.6.) 

Regulation  36.     Variance 

36.1  The  board  of  health  may  vary  the  application  of  any  provi- 
sion of  this  article  with  respect  to  any  particular  case  when,  in  its 
opinion,  the  enforcement  thereof  would  do  manifest  injustice; 
provided,  that  the  decision  of  the  board  of  health  shall  not  conflict 
with  the  spirit  of  these  minimum  standards.  Any  variance  granted 
by  the  board  of  health  shall  be  in  writing.  A  copy  of  any  such 
variance  shall,  while  it  is  in  effect,  be  available  to  the  public  at  all 
reasonable  hours  in  the  office  of  the  clerk  of  the  city  or  town,  or 
in  the  office  of  the  board  of  health,  and  notice  of  the  grant  of  vari- 
ance shall  be  filed  with  the  Commissioner  of  Public  Health  of  the 
Commonwealth. 

Regulation  37.     Variance,  Grant  of  Special  Permission;  Expira- 
tion, Modification,  Suspension  of 

37.1  Any  variance  or  other  modification  authorized  to  be  made 
by  this  article  may  be  subject  to  such  qualification,  revocation, 
suspension,  or  expiration  as  the  board  of  health  expresses  in  its 
grant.  A  variance  or  other  modification  authorized  to  be  made 
by  this  article  may  otherwise  be  revoked,  modified,  or  suspended, 
in  whole  or  in  part,  only  after  the  holder  thereof  has  been  notified 
in  writing  and  has  been  given  an  opportunity  to  be  heard,  in  con- 
formity with  the  requirements  for  an  order  and  hearing  of  Regu- 
lations 33  and  34  of  this  article. 


14 


